Muelleria 15:9) (2001) 


Errata 

D.J. Can- ‘The stomata of bluegums {Eucalyptus spp.), Vo I 14, p. 34 

On Table 1, under Mueller, Juvenile leaves, the ‘132’ under ‘Size pm’ 
belongs under Juvenile leaves, ‘Frequency mm 2 


Table 1 . Stomatal size* and frequency in E . globulus 


Author 


Juvenile 


Adult 

Size jam 

Frequency 

nun 2 


Size jam 

Frequency 

mm 2 

Mueller 

upper 


70 

upper 

60 



lower 


132 

lower 

51 

87 

Briosi 

upper 



upper 




lower 

40-60 

162 

lower 

80-100 

59 

Johnson 

upper 



upper 

53 

86 


lower 

29 

83.8 

lower 

54 

86 

Carr and 







Carr (1) 

lower 

27 

142 

lower 

53 


Carr and 

upper 



upper 

(na) 


Carr (2) 

lower 

26.5 

191 

lower 

(na) 


Carr and 







Carr (3) 

lower 

27.6 

127 

lower 

53.3 


Carr and 







Carr (4) 

lower 

35.4 


lower 

58.3 


Maiden & 







Mansfield 

lower 

31 





(1968) 







Ridge, 

upper 



upper 

56 

129 

R.W. 

lower 



lower 

57 

63.6 

(1980) 








"The size measurements in all Tables are of stomatal length (micrometres) (means of 30 
determinations) . 













